Lxxvia (TOP).   JOHANN BALTHASAR NEUMANN :  STAIRCASE IN THE ELECTORAL PALACE AT BRUCHSAL,
DESIGNED 1730.   HALF-WAY BETWEEN GROUND FLOOR AND UPPER FLOOR.
LXXVlb,     JOHANN BALTHASAR NEUMANN : STAIRCASE IN THE ELECTORAL PALACE AT BRUCHSAL, DESIGNED
1730.   A LITTLE HIGHER UP THAN LXXVia.